Rural  District  of  Warwick 


ANNUAL  REPORT 

OF  THE 

HEALTH  OF  THE  DISTRICT 

FOR  THE  YEAR  1972 

BY 

D.  LIVINGSTONE,  M.B.,  D.P.H., 

MEDICAL  OFFICER  OF  HEALTH 

OF  THE 

Warwickshire  Combined  Districts 


Heaniington  Spa 

TOMES  OF  LEAMINGTON 
1973 


1,  Euston  Square, 
Leamington  Spa. 

July  27th,  1973. 

To  the  Council  of  the  Rural  District  of 
WARWICK 

Mr.  Chairman,  Ladies  and  Gentlemen, 

I  have  the  honour  to  present  to  you  my  annual  report 
upon  the  health  of  your  district  for  1972.  The  year  has  been 
a  satisfactory  one.  A  small  increase  in  population  again  took 
place. 

The  health  of  your  district  has  been  good  and  little 
comment  is  required  upon  any  specific  matters.  Some  concern 
arose  out  of  press  reports  of  the  tipping  of  industrial  or 
chemical  toxic  wastes.  Appropriate  action  was  taken  in  tegard 
to  these.  Many  protests  were  also  received  in  regard  to  a  pig 
rearing  unit  for  which  planning  permission  had  previously 
been  given. 

My  appointment  as  your  medical  officer  of  health  must 
end  at  or  before  the  end  of  March  1974  and  possibly  this  may 
be  my  last  annual  report  to  the  Council.  Therefore,  I  take  this 
opportunity  to  thank  members  of  the  Council,  past  and 
present,  for  the  kindness  and  support  which  they  have 
extended  to  me  for  over  two  decades.  My  service  has  given  me 
much  interesting  and  rewarding  experience  and  an  association 
with  many  people  of  integrity  and  ability  from  whose  example 
I  have  learned  a  great  deal. 

I  hope  that  you  will  have  found  some  merit  in  the  work 
which  the  health  department  has  done  during  my  term  of 
office.  If  so,  much  will  be  owed  to  the  friendship  and  loyal 
backing  which  your  officers  have  given  to  me  throughout  the 
whole  period.  It  is  a  privilege  to  be  able  to  put  on  record  my 
thanks  to  all  who  helped  me  and  express  good  will  to 
those  who  aie  to  serve  the  new  local  government  councils, 
whether  as  officers  or  elected  members.  It  is  a  pleasure  to 
be  able  to  look  back  upon  so  many  happy  memories  of  my 
service  in  the  Warwick  Rural  District. 

I  am, 

Your  obedient  servant, 

D.  LIVINGSTONE, 

Medical  Ouicer  of  Health. 


1 


t 


Warwick  Rural  District. 


A.  Extracts  from  Vital  Statistics  of  the  Year. 

Population  (estimated)  Mid-year,  1972  ...  ...  28,340 

Area  of  district  ...  ...  ...  ...  ...  55,896  acres 

Product  of  penny  rate  ...  ...  ...  ...  £12,890 


Total  number  of  permanent  dwellinghouses  and 

flats  ...  ...  ...  ...  ...  ...  8,798 

Birth  Rate  per  1,000  population  (Crude)  ...  ...  15-6 

Birth  Rate  per  1,000  population  (Corrected)  ...  15T 

Still  Birth  Rate— Rate  per  1,000  total  births  ...  7-0 

Death  Rate  per  1,000  population  (Crude)  ...  ...  11-5 

Death  Rate  per  1,000  population  (Corrected)  ...  10-0 

Death  Rate  of  Infants  under  1  year  of  age  : — - 

All  Infants  per  1,000  live  births  ...  ...  9*0 

Legitimate  Infants  per  1,000  legitimate  live 

births  ...  ...  ...  ...  ...  ...  10-0 


Illegitimate  Infants  per  1,000  illegitimate  live 

births  ...  ...  ...  ...  ...  ...  — 

Population. — The  population  rose  by  540  and  the  excess  of  births 
over  deaths  was  only  115. 

Details  of  statistics  for  the  past  few  years  are  given  in  Table  II 


B.  GENERAL  PROVISION  OF  HEALTH  SERVICES  IN 

THE  AREA 


Medical  Officer  of  Health. 

F.  D.  M.  Livingstone,  M.B.,  B.Chir., 
M.R.C.P.,  D.P.H. 

Deputy  Medical  Officer  of  Health. 

M.  V.  Richards,  M.B.,  Ch.B.,  D.C.H.,  D.P.H. 
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Public  Health  Officers. 

Senior  Public  Health  Inspector. 

W.  E.  Qualtrough,  Cert.  Public  Health 
Inspector.  Cert.  Inspector  of  Meat  and 
Other  Foods.  Cert.  Smoke  Inspector. 

Additional  Public  Health  Inspectors: 

R.  D.  Hammond,  Cert.  Public  Health  Inspector 
Cert.  Inspector  of  Meat  and  Other  Foods. 

D.  G.  Beaumont,  Cert  Public  Health  Inspector, 
Cert.  Inspector  of  Meat  and  Other  Foods. 
Diploma  in  Air  Pollution  Control. 


Clerks: 

Mrs.  E.  C.  Rainford. 

*S.  Buckley. 

*Miss  B.  Gibbons  Ward. 

*  (Members  of  L.H.A.  Clerical  Staff  with  part-time 
allocated  to  services  of  Joint  Sanitary  Committee,  M.O.H.’s 
office). 


C.  SANITARY  CIRCUMSTANCES  OF  AREA 

Water  Samples. — Ten  samples  taken  from  the  mains  supply 
(South  Warwickshire  Water  Board  area)  were  found  to  be 
satisfactory  but  nine  unsatisfactory  results  were  obtained 
from  samples  from  three  farms  and  a  residential  college. 
Action  has  now  been  taken  to  provide  a  wholesome  supply. 

Twenty  samples  were  taken  by  the  Coventry  Water 
Undertaking  from  premises  in  this  Authority’s  area  supplied 
by  them  and  all  were  satisfactory. 

Tnere  are  two  dwellings  in  the  district  (occupied  by  three 
persons)  where  the  water  supply  is  from  a  standpipe. 

Analysis  reports  were  received  from  the  South  Warwick¬ 
shire  Water  Board.  Some  of  these  are  reproduced  in  the 
following  table. 
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WATER  ANALYSIS 
Results  expressed  in  parts  per  million 

Accumulative  Summary  Chemical  Analysis  issued  on  9th  April  1973. 
From:  South  Warwickshire  Water  Board. 


Average  results  from 
Source 

Whitnash 

{Final) 

Leek 

Wootton 

{Treated) 

Haseley 

{Chlor.) 

Budbrooke 

{Raw) 

Rowington 

{Chlor.) 

Shrewley 

{Chlor.) 

Total  Hardness 

454 

280 

305 

194 

140 

143 

Alkali  (as  CaC03)  ... 

239 

232 

213 

117 

119 

110 

Chloride 

49 

26 

30 

151 

18 

19 

Fluoride 

0.85 

0.88 

0.78t 

0.78 

0.75 

0.78 

Iron  (Fe) 

0.02 

018 

0.15 

0.28 

0.03 

0.02 

Manganese  (Mn) 

0.01 

002 

0.02 

0.03 

0.01 

0.01 

Free  Ammonia 

0.02 

016 

0.10 

0.16 

0-06 

0.04 

All  results  are  expressed  in  parts  per  million. 


7,412  houses  within  the  District  were  supplied  by  the 
South  Warwickshire  Board's  public  mains  direct.  The 
population  served  is  26,156. 

SEWERAGE  AND  SEWAGE  DISPOSAL 
1.  General 

The  main  burden  of  extending  the  sewerage  and  sewage 
disposal  facilities  in  the  Council's  area  this  year  has  fallen  on 
the  Surveyor  and  his  staff  in  executing  the  Schemes  listed 
here  in  detail. 

The  Council's  Consultants  have  been  active  on  design 
work  on  the  Eastern  Area  Sewerage  Scheme  but  no  progress 
in  the  field  was  achieved  on  this  project. 


2.  Progress  achieved  both  in  the  field  and  administratively 
is  as  follows : — 

(a)  Burton  Green  Sewerage. 

Some  103  lineal  yards  of  6"  diameter  foul  sewer  were  laid 
to  outfall  along  an  adopted  private  drain  to  the  public  sewer 
near  the  railway  bridge  on  Cromwell  Lane,  Burton  Gieen. 
This  scheme  permits  four  septic  tanks  from  the  area  of  the 
Cromwell  Lane/Red  Lane  road  junction  to  be  made  redundant. 

(b)  F inham  Green  Farm  Sewerage. 

Due  to  re-alignment  of  Coventry  Corporation  Trunk 
Sewers  in  the  area  of  the  Finham  Sewage  Disposal  Works  it 
was  necessary  to  lay  a  4"  diameter  foul  drain  from  the  Farm 
to  the  Sewage  Disposal  Works.  This  has  been  satisfactorily 
achieved. 
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(c)  New  Road,  Norton  Lindsey  Sewerage. 

This  scheme  which  collected  foul  sewage  from  11  pioper- 
ties  in  the  New  Road,  Norton  Lindsey  at  a  single  submersible 
pump  station,  to  be  lifted  along  362  yards  of  3"  diameter 
P.V.C.  rising  main  to  existing  public  sewer  manholes,  was 
completed  early  in  the  year  and  is  operating  satisfactorily. 

(d)  Haseley  Knob  and  Beausale  Foul  Sewerage  and  Sewage 

Disposal  Scheme. 

This  scheme  designed  to  cater  for  22  Council  properties  in 
Beausale,  for  19  private  properties  in  Beausale  and  for  23 
private  properties  in  Haseley  Knob,  commenced  in  September 
1972.  Sewage  is  to  be  collected  at  a  pumping  station  on  the 
site  of  the  Old  Beausale  Housing  Sewage  Disposal  Works  and 
then  pumped  across  country  via  Haseley  Lodge  area  to  the 
head  of  new  gravity  sewers  near  Newlands  Wood.  The  Sewage 
Disposal  Works  itself  is  to  be  abandoned  and  the  sewage 
will  be  processed  at  the  existing  Hatton  S.  D.  Works.  The 
new  gravity  sewers  at  Newlands  Wood  are  also  to  collect 
from  seven  properties  in  and  near  Ludlow  Lane  and  to  dis¬ 
charge  to  existing  6"  diameter  sewers  to  the  north  of  Little 
Shrewley. 

The  Newlands  Wood  gravity  sewers  and  connections  were 
completed  during  the  year  but  the  remainder  of  the  scheme 
was  not  ready  by  December  1972,  although  satisfactory 
progress  was  being  maintained. 

(e)  Whitnash  and  Tachbrook  Foul  Sewerage  Scheme. 

The  scheme  consists  in  the  construction  of  a  new  pumping 
station  at  Grove  Faim,  new  pumps  and  amendments  at 
Golf  Lane  Sewage  Pumping  Station;  amendments  at  Home 
Farm  Crescent  and  Bishop’s  Tachbrook  Pumping  Station 
and  the  laying  of  a  total  of  1592  yards  of  pumping  mains  of 
6",  7"  and  9"  diameter  and  of  1779  yards  of  gravity  sewers 
from  6"  to  12"  diameter.  Five  new  first-time  lateral  sewer 
connections  only  are  involved  as  the  scheme  seeks  to  improve 
the  sewerage  situation  in  the  two  parishes  and  to  cater  for 
current  and  future  development.  By  the  end  of  the  year  the 
Grove  Farm  Sewage  Pumping  Station  was  nearing  completion, 
amendments  to  Home  Farm  Crescent  station  were  complete 
but  the  stations  at  Golf  Lane  and  Bishop’s  Tachbrook  had 
not  been  modified,  while  all  pumping  mains  and  sewers  were 
complete  but  not  yet  in  service. 
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(f)  Wasperton  Sewerage  and  Sewage  Disposal. 

Design  work  continued  on  the  Wasperton  sewerage  and 
sewage  disposal  scheme  with  a  view  to  an  early  commencement 
in  the  1973/4  financial  year,  but,  so  far,  there  has  been  no 
solution  to  the  problem  of  purchasing  a  suitable  site  for  the 
sewage  pumping  station  necessary  to  pump  the  sewage 
collected  from  the  village  to  the  Council's  existing  public 
sewers  at  Barford. 

A  number  of  minor  works  as  follows  were  scheduled  for  the 
year : 

(g)  Money  was  set  aside  for  the  removal  of  infiltration  known 
to  exist  into  the  Cubbington  foul  sewers  but  in  fact  no  instances 
were  identified. 

(h)  At  Rowington  Sewage  Disposal  Works  a  gallery  has  been 
erected  in  order  that  a  newly  purchased  Flygt  Pump  can  be 
suspended  and  the  sludge  pumping  system  thereby  improved. 
The  Flygt  sludge  pump  is  of  such  a  duty  as  to  provide  a 
standby  for  certain  other  raw  sewage  pumps  at  other  stations 
in  the  District. 

(i)  Due  to  the  reconstruction  of  the  Rising  Lane  Canal  Bridge 
it  was  necessary  to  re-align  the  4"  diameter  pumping  main 
over  the  bridge.  The  main  is  in  the  pumping  line  between 
Netherwood  Heath  Farm  Sewage  Pumping  Station  and 
Rising  Lane,  Lapworth  Sewers. 

(j)  Improvements  have  been  effected  to  the  site  of  the 
Baginton  Mill  Sewage  Pumping  Station  by  the  construction 
of  a  concrete  slab  around  the  building. 

(k)  Sewage  Disposal  Works — Improvements. 

The  Council  has  arranged  to  carry  out  extra  work  at  the 
following  Disposal  Works  in  order  to  give  a  greater  polish  to 
the  discharged  effluent : — 

Budbrooke  Sewage  Disposal  Works — 

The  humus  tank  drainings  will  now  be  discharged  to 
the  land  instead  of  directly  to  the  incoming  sewers. 

Bubbenhall  Sewage  Disposal  Works — 

A  Tertiary  Treatment  “Banks"  type  tank  is  to  be 
constructed. 

Leek  Wootton  Sewage  Disposal  Works — 

Improvements  are  to  be  effected  to  the  grass  plot 
over  which  the  final  effluent  is  passed. 
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Negotiations  for  doing  these  works  proceeded  during  the 
year  but  no  finality  was  reached  on  site  before  the  end  of 
December. 


(l)  Principal  repairs  carried  out  to  Council  Pumping  Stations 
and  Sewage  Disposal  Works  are  as  follows : — 

(1)  Pumping  Stations 

Bishop’s  Tachbrook  vertical  shaft  pump.  The 
shaft  within  the  pump  sheared  and  was  repaired. 

(2)  Sewage  Disposal  Works 

The  precast  concrete  slab  walls  of  one  of  the  bacterio¬ 
logical  filters  at  the  Rowington  Disposal  Works 
cracked  and  were  repaired. 

(m)  At  the  following  pumping  stations  new  pumps  and  electric 
control  apparatus  were  installed  or  were  to  be  installed  during 
the  year: — 

(1)  Cubbington — Offchurch  Road. 

One  of  the  existing  dry  well  units  was  replaced  by  a 
larger  pump  with  a  duty  of  345  g.p.m.  at  115  feet 
head. 

The  second  replacement  is  due  in  early  1973. 

(2)  Cubbington — Leicester  Lane. 

One  pumpset  was  to  be  renewed  this  year  but  the 
work  was  not  complete  by  December. 


(n)  Kingswood  Sewage  Pumping  Station. 

A  small  amount  of  land  has  been  purchased  alongside  the 
site  providing  for  better  access  to  the  wet  well. 

3.  Adoption  of  Privately  Constructed  Installations: — 

(a)  Sewers. 

(1)  A  total  of  1327  yards  of  9"  diameter  foul  sewers  with 
13  manholes  in  the  Weston-under-Wetherley  Hos¬ 
pital  Complex  were  adopted  in  May  1972. 
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(2)  Some  1,410  yards  of  foul  sewers  and  the  following 
surface  water  sewers  on  the  Hut  Farm  Estate, 
Cubbington — 325  yards  of  24"  diameter;  181 
yards  of  18"  diameter;  456  yards  of  12"  diameter  and 
651  yards  of  9"  diameter,  were  adopted  by  the 
Council  in  September  1972. 

A  number  of  adoption  requests  have  been  held  up  pending 
the  receipt  of  proper  plans  or  the  completion  of  notified 
defects. 


(b)  Pumping  Stations. 

(1)  Verdon  Place  (Red  House  Site),  Barford  serving  six 
private  properties  and  discharging  direct  to  the 
public  sewers,  was  the  subject  of  adoption  procedure 
not  completed  during  the  year. 


(c)  Sewage  Disposal  Works. 

(1)  The  Regional  Hospital  Board’s  sewage  disposal  works 
at  Weston-under-Wetherley  is  being  acquired.  This 
Works  is  to  form  the  collection  and  processing  point 
for  sewage  from  the  Eastern  Area  Parishes  and  will 
be  modified  under  contract  in  the  near  future. 


4.  Rural  District  Council  Sewage  Disposal  Works. 

(a)  The  number  of  septic  tank  type  sewage  disposal  works 
serving  R.D.C.  housing  is  as  follows: — 


Site 

No 

propi 

ser 

of 

zrties 

jed 

Future  of  the 
Disposal  Works 

No.  of  times 
Emptied 

R.D.C. 

Private 

Beausale 

Heath  Terrace 

22 

1 

To  be  replaced  by  a 
Pumping  station  and 
mains  to  Hatton  S.D. 
Works. 

Seven 

Lowsonford 

12 

Nil 

To  be  replaced  by  a 
pumping  station  and 
mains  to  Rowington 
S.D.  Works. 

Seven 
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(b)  The  schedule  of  public  village  Sewage  Disposal  works 
owned  and  maintained  by  the  Council  remains  as  follows: — 


Location  of 

Sewage  Disposal  Includes 

Works  Works  S.P.S. 

Designed  for 
Duplication 

Designed  for 
ultimate  popula¬ 
tion  of 

Bubbenhall 

Yes 

No 

500 

Leek  Wootton 

Yes 

No 

1,300 

Lapworth  & 
Rowington 

Yes 

Yes 

3,400 

Shrewley  &  Hatton 

Yes 

No 

1,500 

Old  Milverton 

No 

Yes 

98 

Budbrooke 

Yes 

Can  be 

Norton  Lindsey 

Yes 

redesigned 

Yes 

663 

(c)  The  plant  at  Old  Milverton  is  of  the  Septic  Tank  type 
but  all  others  have  sedimentation  tanks  and  cold  sludge 
digestion  arrangements.  Dried  digested  sludge  removal  from 
beds  is  done  by  Council  labour  at  piece  work  rates  and  grass 
cutting  by  private  contractor. 

(d)  No  Council  owned  Works  became  redundant  this  year 
although  it  is  confidently  expected  that  both  of  the  works 
noted  in  Para,  (a)  will  be  replaced  by  pumping  stations  during 
1973. 
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5.  Foul  sewage  pumping  stations  forming  part  of  sewage 
disposal  apparatus  exist  at  the  following  Works: — 


S.D.  Works 

Type  of  Sump 
and  purpose 

Pump 

Date  of 
Installation 

Bubbenhall 

Wet/Dry 

Raw  Sewage 

Wall  win 

Vertical  Spindle  (2) 

1965/6 

Leek 

Wootton 

Wet 

Raw  Sewage 

Wallwin  Horizontal 
with  Primer  (1) 

1965 

Lapworth 

& 

Rowington 

Wet/dry 

Raw  Sewage  (Sludge) 

(Water  Supply) 

Mono 

Vertical  Spindle  (2) 
Whitehead  &  Paul  (1) 
Submersible  (1) 
Worthington  & 
Simpson 

1964/5 

1964/5 

1964/5 

Shrewley 
&  Hatton 

Wet 

Raw  Sewage 

Flygt  (2) 

1965 

Budbrooke 

Wet 

Drainings 

Water  only 

Flygt  (1) 

1966/7 

Norton 

Lindsey 

Drainings  and 

Some  raw 

Flygt  (2) 

1971 

Weston- 

Under- 

Wetherly 

Drainings  only 

6.  Sewage  Pumping  Station 


The  number  of  foul  sewage  pumping  stations  on  line  of 
sewers  and  of  those  pumping  directly  to  Sewage  Disposal 
Works  is  as  below.  The  difference  in  description  may  be  of 
significance  when  the  effects  of  Local  Government  and  Water 
Reorganisation  become  apparent. 

(i)  Direct  to  Sewage  Disposal  Works. 


Location 

Type 

of 

Sump 

Pumps 
( all  for 
raw  sewage ) 

Date  of 
Installation 

Pumps  to 

S.D.  Works  at 

Bishops 

Tachbrook 

Dry 

Wallwin  Vertical 
Spindle  (2) 

1965/6 

Heathcote  S.D.  Works 
Leamington  Corporation. 

Bishops 
Tachbrook 
(Grove  Farm) 

Wet 

Submersible 

Flygt (2) 

Will 

commission 
early  1973 

Heathcote  S.D.  Works 
Leamington  Corporation. 

Barford  Bridge 

Wet 

Wallwin 
Horizontal  (2) 

1969/70 

Longbridge  S.D.  Works 
Warwick  Corporation 

Stoneleigh 

Wet 

Wallwin 
Suspended  (1) 
Horizontal  (1) 

1962 

1968 

Finham  S.D.  Works 
Coventry  Corporation 

Sherbourne 

Wet 

Wallwin 
Suspended  (1) 

1964 

Longbridge  S.D.  Works. 
Warwick  Corporation 
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(ii)  Stations  “ on  line”  of  Sewers. 


Location 

Type  op 
sump 

Pump(s) 

(A  ll  for  raw 
sewage) 

Date  of 
Installation 
of  Pumps 

Burton  Green 
(Cromwell  Lane) 

Wet 

Tuke  and  Bell 
Barrington  (2) 

1962 

Barford  (Sandy  Way) 

Wet 

Tuke  &  Bell 
Barrington  (1) 

1964  but 
new  unit 
1971 

Crackley  Crescent 

Dry 

Wallwin  (Vertical 
Spindle  (1) 

1964 

Cubbington 
(Leicester  Lane) 

Dry 

Wallwin  Vertical 
Spindle  (2) 

1957  (to 
replace  early 
1973) 

Cubbington 
(Offchurch  Road) 

Dry 

Wallwin  Vertical 
Spindle  (2) 

1972  and 
early  1973 

Hatton  (Station  Rd.) 

Wet 

Flygt  (1) 

1967 

Lapworth 

(Kingswood) 

Dry 

Mono — Vertical 
Spindle  (2) 

1964/5 

Lapworth 

(Rising  Lane) 

Dry 

Mono — Vertical 
Spindle  (2) 

1964/5 

Baddesley  Clinton 
(Netherwood 

Heath  Farm) 

Wet 

Flygt  (2) 

1967 

Radford  Church 

Wet 

Flygt  (2) 

1971 

Radford  (Valley) 

Wet 

Wallwin — - 
Suspended  (2) 

1962 

Whitnash  (Home 
Farm  Crescent) 

Dry 

Wallwin— Vertical 
Spindle  (2) 

1959 

Whitnash 
(Golf  Lane) 

Wet 

Flygt  (2) 

(To  be  modified  to 
give  two  series 
pumpsets) 

1967 

Hampton-on-the-Hill 

Wet 

Wallwin — 

Horizontal  (2) 

1971 

Norton  Lindsey 
(New  Road) 

Wet 

Flygt  (1) 

1971/2 
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7.  Sewage  movements  across  administrative  boundaries 
occur  as  follows: — 


(a)  Sewage  is  pumped  by  R.D.C.  plant  to  other  Authorities 
for  processing  in  the  following  areas 


Barford,  Sherbourne 
Cubbington 
Radford  Semele 
Bishop’s  Tachbrook 
Old  Milverton 
Crackley  Crescent 
Baginton 
Burton  Green 
Stoneleigh 


to  Warwick  Corporation  Works. 

to  Leamington  Corporation 
Heathcote  Works. 

to  Kenilworth  U.D.C. 

to  Coventry  Corporation 
Finham  S.D.  Works. 


Lapworth  To  Upper  Tame  Main 

Baddesley  Clinton  J  Drainage  Authority. 

(b)  Sewage  from  other  Districts  pumped  by  Warwick  R.D.C. 
plant  as  follows: — 

Meriden  R.D.C.  to  Coventry  Corporation 

Meriden  R.D.C.  to  Warwick  R.D.C.  Disposal 

Works  at  Rowington. 


(c)  From  West  on-under- Wetherley,  sewage  from  40  Warwick 
R.D.C.  properties  continues  to  gravitate  to  and  be  processed 
at  the  Weston  Hospital  Board's  Sewage  Disposal  Works  at 
W  eston-un  der-W  etherley . 

(d)  An  agreement  has  been  discussed  whereby  foul  drainage 
from  a  part  of  the  Warwick  University  Complex  should  drain 
to  the  Coventry  Corporation  Sewers.  No  discharge  has  yet 
occurred. 


8.  Maintenance  and  Operation  of  Sewerage  and  Sewage 
Disposal  Installations. 

(a)  The  daily  operation  and  maintenance  of  sewerage  and 
sewage  disposal  apparatus  is  achieved  by  the  following  force : — 

(a)  One  one-man  travelling  unit — Pumping  Stations. 

(b)  One  two-men  travelling  unit — Pumping  Stations. 

(c)  One  travelling  two-men  gang  looking  after  four 
Sewage  Disposal  Works. 

(d)  One  man  travelling  between  and  looking  after  two 
Disposal  Works. 

(e)  One  man  static  at  each  of  two  Disposal  Works. 

(f)  One  maintenance  man  travelling  between  sites  by 
whatever  gang  is  convenient  in  order  to  carry  out 
minor  site  repairs,  painting,  grass  cutting,  etc. 
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(b)  Standby  arrangements. 

Labour. 

A  Scheme  has  commenced  whereby  one  member  of 
the  Sewerage  and  Sewage  Disposal  gang  is  on 
“standby”  after  normal  working  hours.  The  scheme 
has  meant  that  one  man  can  be  got  to  the  scene  of 
any  reported  mishap  with  minimal  delay,  permitting 
additional  support  to  be  summoned  if  required. 
Requisite  telephones  to  the  staff  private  residences 
have  been  installed. 

Machinery. 

(a)  The  Council  has  arranged  to  purchase  a  50  KVA 
mobile  generator  in  the  event  of  electric  power 
failure  at  any  one  of  the  District’s  stations. 
The  machine  was  not  ready  by  the  end  of  the 
year.  The  generator  is  intended  to  guard  against 
lack  of  power  supply,  at  e.g.  the  Offchurch 
Road,  Cubbington  Sewage  Pumping  Station, 
possibly  causing  overflow  upstream  of  the  Water 
Board’s  intake  at  Willes  Meadow,  Leamington. 

(b)  In  addition  to  the  proposed  new  generator  the 
Council  already  owns  a  Diesel  powered  trailer 
pump  while  .  .  . 

(c)  A  Flygt  sludge  pump  purchased  this  year  is  of 
such  a  duty  as  to  be  able  to  act  as  a  standby  to 
raw  sewage  pumps  at  some  other  stations  in  the 
District. 

9  Private  Sewage  Pumping  Stations  (other  than  those  for  one 

property )  are  located  as  follows : — 

(a)  Verdon  Place  (Red  House  Site),  Barford. 

(b)  Part  of  a  disposal  unit  for  six  houses  at  Wroxall. 

(c)  At  the  Royal  Agricultural  Show  site  at  Stoneleigh  Park, 
three  private  pumping  stations  are  operating  throughout  the 
year. 

(d)  A  part  of  Hatton  Hospital  apparatus. 

10  Private  Sewage  Disposal  Units  of  note  occur  at  .  . 

(i)  West  on-under- Wetherley  Hospital.  Maintained  by  the 
Hospital  Board. 
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(ii)  Bishop’s  Tachbrook.  This  Works  is  the  subject  of  an 
agreement  with  the  Council  regarding  adoption  but  is  not  yet 
so  adopted.  As  a  part  of  the  agreement  a  6"  diameter  by-pass 
sewer  has  been  built  to  remove  the  need  for  the  private 
Sewage  Disposal  Works  as  soon  as  the  additional  load  can  be 
brought  on  to  the  public  system. 

(iii)  Haseley  Hall.  The  property,  owned  by  the  South  War¬ 
wickshire  Water  Board,  is  currently  used  as  a  school. 

(iv)  Hatton  Hospital.  Some  two  miles  north-west  of  Warwick. 


11.  Surface  Water  Pumping  Stations. 

The  Council  owns  a  small  station  on  the  “1919  houses  site” 
(now  redeveloped)  at  Cubbington.  The  station  discharges 
surface  water,  over  and  above  that  which  can  be  absorbed  by 
the  site  subsoil,  to  a  ditch  bounding  the  playing  field. 


D.  HOUSING 

1.  The  re-development  of  the  site  of  168-182,  Aylesbury 
Road,  Hockley  Heath  made  steady  progress  during  the  year 
and  by  September  phase  1  was  completed  (8  dwellings).  13 
three-bedroom  houses  and  8  one-bedroom  bungalows  are  to  be 
erected. 

Development  planned  at  Spa  View,  Whitnash,  includes 
6  one  bedroom  bungalows  and  12  three-bedroom  houses  and 
this  was  commenced  in  December.  It  is  also  proposed  to  erect 
19  units  of  accommodation  at  Murcott  Road/Summerton  Road, 
Whitnash  but  a  start  on  this  development  had  not  been  made 
by  the  end  of  the  year. 

Action  taken  under  Part  11  of  the  Housing  Act  1957  is 
as  follows: — 


Closing  Orders  made 
Closing  Orders  determined 
Undertakings  accepted  to  make  fit 
Undertakings  cancelled.  Houses  made  fit 


1 

2 

2 

1 


2.  Overcrowding . — No  case  of  overcrowding  was  found. 


3.  The  following  table  shows  the  number  of  houses  built 
by  the  Council  up  to  31st  December,  1972. 


14 


T. 

S. 

P. 

Total 

Baddesley  Clinton 

— 

— 

24 

24 

Baginton  ... 

— 

— 

44 

44 

Barford 

— 

— 

79 

79 

Beausale  ... 

— 

2 

20 

22 

Bubbenhall 

— 

— 

39 

39 

Cubbington 

— 

— 

227 

227 

Hatton 

— 

— 

32 

32 

Lapworth 

— 

2 

64 

66 

Leek  Wootton 

— 

— • 

24 

24 

Radford  Semele  ... 

7 

4 

115 

126 

Rowington 

— 

— 

40 

40 

Shrewley  ... 

— 

2 

14 

16 

Stoneleigh 

— 

2 

35 

37 

Tachbrook 

— 

— 

179 

179 

Weston-u-Wetherley 

— 

— 

39 

39 

Whitnash 

— 

— 

114 

114 

Totals  ... 

7 

12 

1089 

1108 

T.  Temporary.  S.  Swedish.  P.  Permanent. 


4.  Common  Lodging  Houses. — There  are  none  within 
the  district. 

E.  INSPECTION  AND  SUPERVISION  OF  FOOD 

1.  The  County  Medical  Officer  of  Health  has  supplied 
information  concerning  routine  samples  taken  for  biological 
examination  and  keeping  quality  as  set  out  in  sub-paragraphs 
(a)  and  (b). 

(a)  Food  and  Drugs  Act  1955,  Section  31. 

12  samples  of  milk  were  taken,  4  from  each  of  3 
producers.  All  samples  were  negative  for  tubercle 
organisms,  Brucella  and  antibiotics. 


(b)  Milk  ( Special  Designation )  Regulations. 


Designation  of 
Milk 

No.  of 
Samples 

7 

'ests  Failed 

Meth. 

Blue 

Phospha¬ 

tase 

Turbid¬ 

ity 

Pasteurised 

70 

3 

0 

Sterilised 

2 

— 

0 

U.  H.  T. 

1 

— 

— 

0 
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2.  Ice  Cream. — One  premises  was  registered  for  the  sale 
of  ice  cream. 


3.  Meat  Inspection. — The  slaughterhouse  at  Bubbenhall 
did  not  operate  during  the  year.  It  is  anticipated  however 
that  slaughtering  will  re-commence  in  1973. 

4.  Poultry  Processing  Premises. — One  premises  is  used 
for  the  slaughter  of  turkeys  and  this  is  carried  out  mainly 
during  the  period  preceding  Christmas.  1,123  birds  were 
slaughtered  and  one  per  cent  found  to  be  unfit  (120  lbs.) 

5.  Unsound  Food. — Complaints  concerning  unsound  food 
and  food  containing  foreign  bodies  were  received  as  follows : — 


Foreign 

Dirty 

Commodity 

Decomposition 

Body 

Condition 

Milk  Bottle 

1 

Milk 

1 

Malt  Loaf 

1 

Yogurt 

1 

Butter 

1 

No  formal  action  under  the  Food  and  Drugs  Act  was 


taken  in  respect  of  the  complaints. 

Unfit  Food  inspected  in  transit  and  at  retail  premises 
included  the  following: — 

Frozen  Foods  ...  102  lbs. 

F.  PREVALENCE  OF,  AND  CONTROL  OVER, 
INFECTIOUS  DISEASE 


Incidence  of  Major  Infectious  Diseases  since  1965 


iH 

4-> 

C 

<D 

fi 


tO 

G 

•  H 

G 


9 

0.2 
o  o 


43 

t;  cu 
a 

o  .43 

10  fJH 


C/3 


43 

a 

o 


o 


bJO 

G 

i—4 


O  ^ 

£3 


1965 

...  30 

2 

5 

— 

1966 

...  24 

5 

1 

— 

1967 

...  14 

- — 

10 

— 

1968 

...  2 

— 

6 

— 

1969 

...  6 

— 

5 

— 

1970 

...  14 

3 

2 

— 

1971 

...  6 

— 

4 

— 

1972 

— 

1 

2 

— 

l 

23 

1 

16 

3 

4 
1 


Reference  to  Table  III  will  give  the  age  distribution  of 
the  cases  notified  during  1972. 
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Apart  from  measles  there  was  no  epidemic  disease.  Five 
notifications  of  infective  jaundice  came  to  hand  during  the 
year. 


TUBERCULOSIS 

This  year  only  one  new  notification  was  received. 


The  following  table  shows  the  past  incidence  of  Tuber- 


culosis 

in  the  Warwick  Rural 

District 

: — 

1953 

1954 

1955 

1956 

1957 

1958 

1959 

Cases 

30 

33 

46 

55 

25 

22 

26 

Deaths 

5 

7 

5 

7 

5 

1 

1 

1960 

1961 

1962 

1963 

1964 

1965 

1966 

Cases 

20 

14 

9 

11 

11 

5 

3 

Deaths 

2 

1 

1 

4 

— 

— - 

2 

1967 

1968 

1969 

1970 

1971 

1972 

Cases 

6 

5 

6 

2 

4 

1 

Deaths 

...  3 

1 

1 

— 

2 

— 

Age 

New 

Cases 

Transf 

Dis 

ers  into 
trict 

Dea 

ths 

Pul- 

Non- 

Pul- 

Non- 

Pul- 

Non- 

Periods 

mor 

Lary 

Pi 

ll. 

monary 

Pul. 

monary 

i 

Pul. 

M. 

F. 

M. 

F. 

M. 

F. 

M. 

F. 

M. 

F. 

M. 

F. 

0 

1-5 

5-10 

10-15 

15-20 

20-25 

- - 

1 

- . 

— 

— 

— 

— 

• - 

— 

— 

— 

— 

25-35 

35-45 

45-55 

55-65 

65  & 
upwards 

■ — 

1 

— 

— 

— 

— 

— 

— 

— 

— 

— 

— 

B.C.G.  vaccine  may  be  given  to: — 

(i)  School  Leavers. 

Children  in  their  13th  year  are  offered  vaccination 
if  negative  reactors  to  a  skin  test  (Heaf  test). 
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(ii)  Special  risk  workers. 

e.g.  medical  students,  hospital  nurses,  etc. 

(iii)  Infant  contacts  of  known  patients. 

The  local  health  authority  includes  the  figures  for  rural 
district  residents  inoculated  within  the  central  area  total. 
Work  done  at  High  or  Grammar  Schools  within  your  district 


was  as  follows: — 

(A)  Skin  Tests  (Heaf)  ...  ...  416 

(B)  Number  positive  ...  ...  63 

(C)  Negative  reactors  vaccinated 

B.C.G.  ...  ...  ...  ...  334 

(D)  Absent  for  reading  of  test  ...  19 

(E)  Further  investigation  of  chest  ...  46 


46  children  showing  positive  reactions  had  chest  X-rays, 
but  no  report  showed  active  infection  to  be  present. 
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APPENDIX  FOR  1972 


FACTORIES  ACT,  1981 

Prescribed  Particulars  on  the  Administration  of 
the  Factories  Act,  1961 

Part  I  of  the  Act 

1. — INSPECTIONS  for  purposes  of  provisions  as  to  health 
(including  inspections  made  by  Public  Health  Inspectors). 


Number 

on 

Register 

(2) 

Number  of 

Premises 

(1) 

Inspections 

(3) 

Written 

notices 

(4) 

Occupiers 

prosecuted 

(5) 

(i)  Factories  in  which  Sections  1,  2,  3,  4  and  6 
are  to  be  enforced  by  Local  Authorities  . 

Nil 

Nil 

Nil 

Nil 

(ii)  Factories  not  included  in  (i)  in  which 
Section  7  is  enforced  by  the  Local  Auth¬ 
ority  . 

56 

35 

2 

Nil 

(iii)  Other  Premises  in  which  Section  7  is  en¬ 
forced  by  the  Local  Authority  (excluding 
out-workers’  premises)  . 

1 

Nil 

Nil 

Nil 

Total 

57 

35 

2 

— 

2. — Cases  in  which  DEFECTS  were  found. 


Particulars 

(1) 

Nun 

iber  of  cases 
were  f 

in  which  defects 
ound 

Number  of 
cases  in 
which 

prosecutions 

were 

instituted 

(6) 

Found 

(2) 

Remedied 

(3) 

Refe 

To  H.M. 
Inspector 
(4) 

rred 

By  H.M. 
Inspector 
(5) 

Want  of  cleanliness  (S.l) 

Overcrowding  (S.2)  . 

Unreasonable  temperature  (S.3) . 

Inadequate  ventilation  (S.4) 

Ineffective  drainage  of  floors  (S.6) 

Sanitary  Conveniences  (S.7): 

(a)  Insufficient  . 

(b)  Unsuitable  or  defective  . 

( c )  Not  separate  for  sexes 

Other  offences  against  the  Act 
(not  including  offences  relating 
to  Outwork)  . 

— 

— 

— 

— 

— 

— 

— 

— 

— 

— 

— 

— 

— 

— 

— 

— 

— 

— 

— 

— 

— 

— 

— 

— 

— 

— 

— 

— 

— 

— 

2 

1 

— 

— 

— 

— 

— 

— 

— 

— 

____ 

. 

. 

Total 

2 

1 

— 

— 

— 

19 


NATIONAL  ASSISTANCE  ACTS,  1948  AND  1951 

No  cases  were  reported  this  year  which  required  observation 
or  action  under  Section  48  of  the  1948  Act. 


REPORT  OF  THE  SENIOR  PUBLIC  HEALTH 

INSPECTOR 

To  the  Council  of  the  Rural  District  of  Warwick 

Mr.  Chairman  Ladies  and  Gentlemen 

I  have  the  pleasure  in  submitting  the  Annual  Report  for 
1972. 

Housing  has  again  been  well  to  the  fore  with  an  increased 
number  of  improvement  grant  applications  but  in  addition  a 
housing  survey  carried  out  in  the  autumn  involving  746 
houses  meant  that  a  considerable  amount  of  the  Inspectors’ 
time  had  to  be  devoted  to  this  subject. 

The  year  will  be  remembered  for  the  national  awakening 
to  the  dangers  of  the  uncontrolled  disposal  of  hazardous 
wastes  and  of  the  subsequent  Act  relating  thereto  which  came 
on  to  the  statute  book.  A  container  found  within  the  district 
had  to  be  sent  for  safe  disposal. 

In  a  rural  area  one  would  not  expect  noise  to  be  a  serious 
problem  but  complaints  received  indicate  the  impact  of  our 
technological  age  on  the  quieter  countryside  with  noise  from 
aircraft,  vehicles  and  industry  and  we  can  anticipate  that 
these  will  increase. 

It  is  the  Council’s  duty  to  enforce  the  Imported  Food 
Regulations  and  with  the  commencement  of  fruit  and  vegetable 
imports  from  Guernsey  to  Coventry  Airport  numerous  visits 
were  made  by  the  Inspectors  to  examine  food. 

I  am  indebted  to  the  Surveyor  for  the  information 
relating  to  refuse  disposal,  sewerage  and  sewage  disposal  which 
is  contained  in  this  report.  My  sincere  thanks  are  again 
extended  to  the  Medical  Officer  of  Health  Clerk  of  the  Council 
and  other  Chief  Officers  for  their  help  and  co-operation. 

I  am 

Your  obedient  servant 

W.  E.  QUALTROUGH 

Senior  Public  Health  Inspector. 
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PUBLIC  CLEANSING  AND  TRANSPORT 

Refuse  Collection  and  Disposal 

The  regular  weekly  collection  of  domestic  refuse  was 
satisfactorily  maintained  throughout  the  year.  The  number 
of  premises  from  which  refuse  was  collected  increased  by 
188  to  9,532  at  the  end  of  the  year. 

The  refuse  collection  vehicle  fleet  was  strengthened  by 
the  purchase  of  a  35  cubic  yard  Pakamatic  vehicle  enabling 
the  more  efficient  maintenance  of  collection  in  the  event  of 
breakdown  or  other  temporary  withdrawal  of  either  the  50 
cubic  yard  Pakamatic  vehicles  serving  the  two  ‘ 'urban' ’ 
routes  or  the  Fore  and  Aft  tippers  serving  the  three  “rural” 
routes. 

Labour  shortage  presented  on  the  whole  fewer  difficulties, 
though  with  a  limited  labour  force  sickness  and  holidays  raise 
an  inordinately  difficult  problem,  especially  in  regard  to  the 
precariously  small  number  of  qualified  heavy  goods  vehicle 
drivers. 

There  was  a  considerable  increase  in  the  demand  for 
special  collection  of  large  items  of  domestic  refuse  which  is 
removed  free  of  charge  upon  request.  In  a  rural  district  this 
policy  appears  the  most  effective  means  of  achieving  the 
ends  envisaged  by  the  Civic  Amenities  Act  and  enhancing 
the  tidiness  of  the  area. 

The  provision  of  dustbins  remained  the  responsibility  of 
householders.  The  standard  of  dustbin  accommodation  in  the 
District  is  generally  good,  but  the  provision  in  some  cases  of 
bins  of  insufficiently  strong  construction  leads  to  complaint 
of  damage  in  the  process  of  emptying.  The  amount  of  extra 
refuse  placed  out  for  collection  in  boxes  etc.  would  seem  to 
indicate  also  some  insufficiency  of  dustbin  accommodation. 

All  the  refuse  collected  was  disposed  of  at  a  piivately 
owned  tip  at  Barford.  The  estimated  weight  of  refuse  thus 
deposited  during  the  year  was  8,849  tons. 

Transport 

The  following  vehicles  are  owned  by  the  Council : 


Refuse  Collection:  50  cubic  yard  Pakamatic  ...  2 

35  cubic  yard  Pakamatic  ...  1 

18/25  cubic  yard  Fore  and  Aft  ...  4 

Cesspool  Emptier s :  1,500  gallon  capacity  ...  ...  1 

1,100  gallon  capacity  ...  ...  1 

Open  Tipper  Lorry  ...  ...  ...  ...  ...  1 

Land  Rovers  ...  ...  ...  ...  ...  ...  4 
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Vans 

Tractors 

Cars 


3 

1 

1 


Rodent  Control 

The  Council  continued  to  enjoy  the  services  of  two  long- 
serving  and  well  experienced  rodent  operators  who  dealt  with 
all  reported  infestations  of  rats  and  mice  at  private  dwelling 
houses,  business  premises  and  Council-owned  properties,  and 
carried  out  regular  service  under  contract  at  farms  and  other 
non-domestic  premises.  The  number  of  such  contracts  in 
force  at  the  end  of  the  year  was  222,  to  the  total  value  of 
£3,157.50. 

A  sewer  treatment  was  carried  out  in  several  of  the 
villages  but  little  infestation  was  recorded. 

Housing 


(1)  Improvement  Grants 

Standard 

Grants 

Discretionary 

Grants 

No.  of  applications  received 

3 

79 

No.  of  properties  involved 

3 

81 

No.  of  claims  granted  . 

3 

68 

No.  of  properties  involved 

3 

69 

No.  of  applications  withdrawn  ... 

2 

4 

No.  of  applications  refused 

■ — 

1 

The  Government’s  publicity  drive  for  improvement  grants 
is  once  again  reflected  in  the  applications  which  have  been 
made  in  1972 — 79  as  compared  with  55  foi  the  previous  year- 
though  as  expected,  the  number  for  standard  grants  has 
fallen.  Enquiries  continue  to  be  made  in  respect  of  dwellings 
of  comparatively  recent  construction.  Grants  a±e  sought  to 
make  extensions  as  in  the  opinion  of  the  occupiers  the  houses 
are  too  small.  In  view  of  this  the  Council  resolved  during  the 
year  that  no  grants  would  be  given  on  properties  erected  after 
1960. 

Payment  was  authorised  in  respect  of  37  improvement 
grants  and  7  standard  grants  where  the  work  was  completed 
in  1972. 

The  modernisation  of  many  houses  in  the  villages  of  the 
eastern  area  is  still  held  up  pending  the  construction  of  the 
long  awaited  sewerage  scheme.  It  is  expected  that  this 
scheme  will  now  get  under  way  in  1973. 
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Qualification  Certificates. 

Applications  dealt  with  were  as  follows: — 

Housing  Act,  1969.  Section  45. 

Applications 

Received  Granted  Refused 

9  10  — 

(2)  New  Houses  provided  by  Rural  District  Council 

Aylesbury  Road,  Hockley  Heath  .  8  dwellings 

(3)  New  Houses — Private  Development. 

A  total  of  129  dwellings  was  constructed,  this  being  35 
fewer  than  the  previous  year. 

(4)  Improvements  to  Council  Houses. 

There  were  none  in  1972. 

(5)  Housing  Survey 

A  sample  survey  was  carried  out  during  the  year  to 
estimate  the  number  of  unfit  houses  and  those  which  could  be 
brought  up  to  the  12  point  standard  for  an  improved  dwelling — 
out  of  746  dwellings  in  the  survey,  104  were  Council  owned 
and  none  of  these  was  unfit,  or  not  up  to  the  improved  stand¬ 
ard.  Of  the  remaining  642,  602  were  up  to  the  standard, 
31  capable  of  improvement,  8  unfit  and  1  not  capable  of 
improvement.  Within  the  rural  district  aiea  it  is  estimated 
that  approximately  447  dwellings  are  capable  of  improvement. 

Deposit  of  Poisonous  Waste  Act 

This  act  came  into  force  during  the  year  and  made  it  an 
offence  to  deposit  on  land  any  poisonous  noxious  or  polluting 
waste  in  circumstances  in  which  it  could  give  rise  to  an 
environmental  hazard.  It  also  introduced  a  notification  pro¬ 
cedure  under  which  those  concerned  are  required  to  give  local 
authorities  and  river  authorities  information  about  the  nature 
and  quantities  of  certain  wastes  arising  or  being  deposited  in 
their  areas. 

Since  the  coming  into  operation  of  the  Act  two  firms  have 
been  tipping  industrial  waste  regularly  at  the  Baginton  tip 
owned  by  Coventry  Corporation.  Before  approval  is  given  a 
sample  of  the  waste  is  submitted  to  Coventry  Corporation  for 
analysis  to  ensure  that  it  is  suitable  for  disposal  at  Baginton. 
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To  date  68,600  gallons  of  sludge  have  been  tipped.  This 
is  asbestos  and  brake  lining  material  and  cupola  waste 
mixture  in  sludge  form. 

Two  containers  found  within  the  area  and  which  con¬ 
tained  hazardous  waste  were  sent  for  safe  disposal  to  A.E.R.E. 
Harwell. 

Petroleum  (Regulation)  Acts  1928  and  1936 

Approval  was  given  for  the  installation  of  two  under¬ 
ground  tanks  at  filling  stations  and  for  one  tank  at  a  farm 
premises.  Also  approved  were  the  provision  of  3  stores  for 
petroleum  spirit.  Three  licences  were  transferred  during  the 
year  and  five  notices  were  sent  for  contraventions  of  the 
licence  conditions. 

77  licences  have  been  issued  for  the  storage  of  198,045 
gallons  of  petroleum  spirit. 

Clean  Air  Act 

There  were  no  reports  of  nuisance  from  smoke  from 
industrial  premises  during  the  year  but  emissions  from  one 
hospital  chimney  continued  to  give  rise  to  complaint.  To 
abate  the  nuisance  a  new  boiler  and  chimney  have  been 
proposed  and  installation  and  construction  are  now  almost 
complete. 

The  recording  of  concentrations  of  smoke  and  sulphur 
dioxide  in  the  atmosphere  has  continued  at  the  Whitnash 
Pumping  Station.  It  is  gratifying  to  note  a  reduction  in  these 
pollutants  during  the  year.  The  graph  shows  the  monthly 
averages  of  the  daily  concentration. 

With  the  formation  of  the  new  District  Council  con¬ 
sideration  will  no  doubt  be  given  in  due  course  to  the  extension 
of  the  Leamington  smoke  control  areas  which  at  present 
abut  the  R.D.C.  boundaries  at  Whitnash  and  Cubbington. 

Nuisances 

108  complaints  were  received  and  investigated  during  the 
year  and  these  covered  a  wide  range  including  noise  from 
aircraft,  vehicles  and  animals,  vermin  infestations  and 
nuisances  from  smell,  dust  and  smoke. 

The  establishment  of  a  modern  pig  rearing  unit  in  the 
District  gave  rise  to  complaints  from  nearby  residents  of 
alleged  nuisance  from  smell.  The  unit  however  was  efficiently 
run  and  a  very  high  standard  of  hygiene  maintained. 
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One  statutory  notice  was  served  in  respect  of  nuisance 
arising  from  the  discharge  of  sawdust  from  the  factory 
premises.  The  nuisance  was  eventually  abated. 

Factories 

No  serious  contraventions  of  the  Factories  Act  or  Regula¬ 
tions  were  discovered  during  routine  inspections.  There  are 
54  premises  within  the  District. 

Food  Premises 

Approximately  half  the  food  premises  in  this  area  com¬ 
prise  provision  and  confectionery  shops  where  few  problems 
of  food  hygiene  arise.  Care  needs  to  be  taken  though  in  the 
rotation  of  stocks  and  in  ensuring  that  stale  food  is  not  exposed 
for  sale.  With  restaurants  and  licensed  premises  which  supply 
light  refreshments  increasing  attention  is  paid  to  food  prepara¬ 
tion  and  food  on  display.  It  was  necessary  to  send  13  notices 
to  occupiers  of  food  premises  drawing  their  attention  to 
contraventions  of  the  Regulations. 

Premises  within  the  area  are  classified  as  follows: — 


1972  Number 

Bakeries  ...  ...  ...  ...  ...  ...  2 

Butchers  Shops  ...  ...  ...  ...  ...  10 

General  Provisions  including  confectioners  ...  59 

Cafes,  Restaurants  ...  ...  ...  ...  14 

Licensed  premises  ...  ...  ...  ...  34 

Factory  Canteens  ...  ...  ...  ...  3 

Clubs  ...  ...  ...  ...  ...  ...  11 

Fish  frying  premises  .  5 

Others  ...  ...  ...  ...  ...  ...  6 

Mobile  Shops  &  Ice  Cream  etc.  ...  ...  ...  2 


Animal  Boarding  Establishments 

No  material  change  has  taken  place  during  the  year  in  the 
seven  licensed  establishments.  10  visits  were  made  and  no 
serious  contraventions  of  the  Act  or  conditions  of  licence  were 
found. 
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Offices,  Shops  and  Railway  Premises  Act  1963 

93  visits  were  made  to  premises  covered  by  the  Act  and 
contraventions  relating  to  the  following  were  recorded: 


Cleanliness  ...  ...  ...  ...  2 

Ventilation  ...  ...  ...  1 

Sanitary  Conveniences  ...  ...  4 

Washing  facilities  ...  ...  ...  7 

Supply  of  drinking  water  ...  ...  2 

Clothing  Accommodation  ...  1 

Floors  ...  ...  ...  ...  2 

First  Aid  ...  ...  ...  ...  3 

Hoists  and  Lifts  ...  ...  ...  1 

Other  matters  ...  ...  ...  2 


There  were  two  accidents  reported  which  occurred  on 
licensed  premises  but  fortunately  neither  was  serious. 


27 


Table  I. 

WARWICK  RURAL  DISTRICT 
Summary  of  Work  done  in  the  Health 
Inspector’s  Department  during  the  year,  1972. 

Inspections  Notices  served 


and 

observations 

t 

Statu- 

- > 

In- 

Notices 

complied 

made 

tory 

formal 

with 

Butchers’  shops  and 
slaughterhouses 

18 

2 

2 

Public  houses,  clubs, 
restaurants,  etc. 

67 

2 

2 

Food  premises  (other  than 
above) 

89 

9 

6 

Food  Inspection 

57 

— 

— 

— 

Food  complaints  and  Food 
poisoning 

9 

_ 

_ 

Factories 

35 

— 

1 

— 

Houses  for  Improvement  ... 

496 

— 

— 

— 

Houses  (other  than  for 
Survey) 

155 

3 

9 

6 

Houses — Special  Housing 

Survey 

885 

Houses — Qualification 
Certificate 

30 

Caravans 

39 

— 

_ 

— 

Swimming  Baths  ... 

5 

— 

— 

— 

Rivers,  streams  and 
ditches 

49 

Drainage 

175 

6 

7 

10 

Accumulations 

43 

— 

4 

4 

Rodent  Control 

23 

— 

5 

5 

Vermin  (other  than 
rodents) 

22 

_ 

Animals  (keeping  of) 

20 

— 

— 

— 

Noise  nuisances 

41 

— 

— 

— • 

Smoke  nuisances  ... 

28 

— 

- - 

— 

Smell  nuisances 

29 

— 

— 

— 

Dust  nuisances 

27 

1 

2 

1 

Clean  Air  Act 

63 

■ - 

— 

— 

Petroleum  Acts 

102 

— 

— 

— 

Poisonous  Wastes  ... 

20 

— 

— 

— 

Agricultural  Acts  ... 

2 

— 

— 

— 

Animal  Boarding  Es¬ 
tablishments  Act  .  . 

10 

Water  supplies 

29 

— 

2 

2 

Infectious  diseases,  etc.  ... 

27 

— 

— 

— 

Miscellaneous 

178 

— 

— 

— 

Tips 

16 

— 

— 

— 

Offices,  Shops  &  Railways 
Premises 

93 

11 

5 

Water  samples  taken 

21 

— 

— 

— 

Totals 

2903 

10 

54 

43 
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APPENDIX  (A) 


WARWICK  RURAL  DISTRICT  COUNCIL. 
SEWERAGE  AND  SEWAGE  DISPOSAL. 


(1) 

PARISH 

Public  Sewer  ^ 

available  w 

(3 

Nigh 

pa 

emp 

wee 

) 

tsoil 

ils 

tied 

kly 

(4) 

No.  of  septic 
tanks  and 
cesspool 
emptying 
visits 

during  year 

By  Discretionary 

Grant 

53 

By  Standard  o 

Grant  „  ’g 

Privately  to  exist-  2j  S 

ing  free  connec-  “.  g  G! 

tion  to  curtilage  5  tsw 

From  Private  iS  o 

development  ^  o 

to  existing  sewers 

From  R.D.C. 

development  to 

existing  sewers 

1971 

1972 

1971 

1972 

Ashow  ... 

No 

10 

7 

18 

38 

- 

_ 

- 

Baddesley  Clinton 

1967 

1 

1 

2 

2 

— 

— 

— 

— 

Baginton 

1953 

— 

— 

2 

6 

— 

— 

— 

— 

Barford  ... 

1952 

— 

— 

11 

19 

1 

_ 

— 

1 

Beausale 

1946* 

No 

35 

29 

_ 

_ 

— 

— 

Blackdown 

No 

24 

49 

— 

_ 

— 

— 

Bishops  Tachbrook 

1949 

4 

8 

3 

_ 

— 

2 

Bubbenhall 

1965/6 

— 

— 

5 

9 

— 

_ 

3 

10 

Budbrooke 

1971 

20 

16 

95 

70 

1 

- 

— 

— 

Bushwood 

No 

— 

— 

— 

— 

_ 

— 

— 

Cubbington 

1952 

— 

— 

6 

4 

— 

— 

— 

— 

Eathorpe 

No 

20 

18 

6 

3 

Guys  Cliffe 

No 

— 

— 

— 

_ . 

— 

— 

Haseley . 

— 

2 

2 

56 

55 

— 

— 

— 

— 

Hatton  ... 

1960 

— 

_ 

24 

24 

— 

_ 

— 

— 

Honiley  ... 

No 

12 

9 

— 

— 

— 

— 

Hunningham 

No 

24 

24 

30 

32 

— 

_ 

— 

— 

Lapworth 

1963/4 

22 

17 

248 

248 

1 

— 

— 

— 

Leek  Wootton  ... 

1958/9 

— 

— 

17 

14 

1 

— 

— 

— 

Norton  Lindsey 

1971 

4 

2 

116 

43 

— 

2 

— 

Offchurch 

No 

20 

18 

45 

47 

— 

_ 

— 

— 

Old  Milverton  ... 

1965 

16 

12 

_ 

_ 

— 

— 

Radford  Semele 

1954/5 

— 

— 

8 

15 

— 

— 

— 

1 

Rowington 

1963/4 

4 

4 

117 

131 

— 

— 

— 

1 

Sherbourne 

1952 

— 

— 

2 

6 

— 

— — 

— 

— 

Shrewley 

1960/1 

12 

8 

49 

59 

— 

— 

— 

— 

Stoneleigh 

1953 

8 

8 

52 

47 

— 

— 

— 

3 

Wappenbury 

No 

3 

3 

2 

1 

— 

— 

— 

— 

Wasperton 

Village 

— 

— 

18 

19 

— 

— 

— 

— 

drain 

pre-1900 

Weston-under-Wetherley 

** 

3 

2 

34 

30 

— 

— 

— 

— 

Whitnash 

_ 

— 

— 

10 

18 

_ 

_ 

— 

1 

Wroxall . 

No 

_ 

_ 

4 

4 

_ 

— 

— 

Other  Districts  ... 

— 

— 

— 

— 

1 

— 

— 

— 

— 

Total  . 

153 

130 

1068 

1052 

7 

— 

5 

19 

Notes:  (1)  Units  listed  in  column  (3)  and  (4)  could  not  necessarily  be  connected  to 
existing  public  sewers. 

(2)  *Denotes  R.D.C.  Housing  Disposal  Works  only. 

(3)  **A11  R.D.C.  properties  in  Weston-under-Wetherley  are  privately 

sewered  to  the  private  Hospital  S.D.  Works. 

(4)  Column  5  for  Stoneleigh  does  not  include  permanent  buildings  at  the 

R.A.S.E.  Showground  connected  to  sewers. 
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Table  II. 


WARWICK  RURAL  DISTRICT 

Vital  Statistics  of  Whole  District  during  1972 
and  Previous  Years. 


Year 

1 

^  Population  estimated  to  Middle 
of  each  Year. 

Births. 

Nett  Deaths  belonging 
to  the  District. 

N< 

jtt. 

Under  1  Year 
of  age. 

At  al 

1  Ages. 

U 

o 

X> 

a 

3 

X 

3 

Crude  Rate. 

Number. 

_  Rate  per  1,000 

Nett  Births. 

u 

o 

a 

3 

£ 

7 

•aje-tf  oo 

1963 

28,310 

566 

20.0 

6 

10.6 

265 

9.4 

1964 

28,880 

502 

17.5 

12 

23.8 

296 

10.3 

1965 

25,760 

473 

18.4 

7 

14.8 

278 

10.8 

1966 

25,010 

429 

16.3 

7 

16.3 

301 

12.0 

1967 

25,480 

426 

16.7 

10 

23.0 

324 

12.7 

1968 

26,290 

467 

17.8 

5 

11.0 

316 

12.0 

1969 

27,300 

420 

15.3 

5 

12.0 

308 

11.3 

1970 

27,660 

432 

15.6 

4 

9.0 

312 

11.3 

1971 

27,890 

432 

15.3 

5 

12.0 

343 

12.3 

1972 

28,340 

442 

15.6 

4 

9.0 

327 

11.5 

VITAL  STATISTICS  IN  ENGLAND  AND  WALES,  1972. 

England  and  Wales. 


Birthrate,  Deathrate,  and  Infantile  Mortality  during  the  Year  1972. 

[Provisional  Figures ). 

Annual  Rate  per  1,000  Population. 


England  and  Wales 


Live 

Still  Births 

Deaths  under 

Births. 

per 

Deaths,  one  year  to 

1,000  Births. 

1,000  Births 

14.8 

12.0 

12.1  17.0 
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Table  III. 


WARWICK  RURAL  DISTRICT. 


Cases  of  Infectious  Disease  Notified  during 

the  Year  1972. 


Notifiable  Disease. 

Number  of  Cases  notified. 

Total  cases  removed 

to  Hospital. 

At  all  Ages. 

At  Ages— Years. 

Under  1. 

o 

T— 1 

5  to  15. 

15  to  25. 

25  to  45. 

45  to  65. 

65  and 

upwards. 

pox 

Leptospirosis  ... 

Diphtheria  (including  Mem¬ 
branous  Croup) 

Yellow  Fever  ... 

Scarlet  Fever 

Paratyphoid  Fever  ... 

Typhoid  Fever  . 

Anthrax 

Acute  Encephalitis  ... 

Dysentery 

Acute  Meningitis 

Tetanus 

Acute  Poliomyelitis  (including 
Polioencephalitis) 

Whooping  Cough 

Infective  Jaundice 

Ophthalmia  Neonatorum 

Measles 

Pulmonary  Tuberculosis 

Other  forms  of  Tuberculosis 

Food  Poisoning 

2 

1 

1 

1 

1 

1 

5 

1 

3 

1 

1 

42 

1 

1 

12 

29 

1 

1 

1 

Totals 

53 

1 

13 

31 

6 

1 

1 

— 

— 
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Table  IV. 

WARWICK  RURAL  DISTRICT. 
Causes  of  Death  during  the  Year  1972. 


LIST  B  (CAUSES  OF  DEATH) 

MALES 

FEMALES 

19(1)  Cancer  (Buccal) 

1 

1 

19(2)  Cancer  (Oesophagus) 

— 

1 

19(3)  Cancer  (Stomach) 

7 

2 

19(4)  Cancer  (Intestine) 

3 

4 

19(6)  Cancer — (Lung  and  Bronchus) 

12 

5 

19(7)  Cancer— (Breast) 

— 

4 

19(8)  Cancer — (Uterus) 

— 

3 

19(9)  Cancer — (Prostate)  ... 

5 

— 

19(10)  Leukaemia 

3 

1 

19(11)  Cancer — (Other) 

8 

10 

20  Neoplasms  Benign  ... 

1 

— 

21  Diabetes  Mellitus 

1 

— 

23  Anaemias 

1 

3 

24  Meningitis 

1 

— 

26  Chronic  Rheumatic  Heart  Disease  . . . 

2 

— 

27  Hypertensive  disease 

1 

1 

28  Ischaemic  heart  disease 

42 

24 

29  Other  heart  disease  ... 

5 

5 

30  Cerebro-vascular  disease 

15 

20 

31  Influenza 

2 

— 

32  Pneumonia 

19 

38 

33  (1)  Bronchitis/Emphysema 

10 

4 

34  Peptic  Ulcer  ... 

1 

1 

36  Intestinal  Obstruction,  Hernia 

1 

1 

39  Hyperplasia  of  Prostate 

1 

— 

42  Congenital  abnormality 

2 

1 

43  Labour,  Birth  Injury  etc.  ... 

1 

— 

46(1)  Other  (Endocrine)  ... 

— 

1 

46(3  )  Other  (Mental) 

1 

1 

46(5)  Other  (Central  nervous  system) 

4 

3 

46(6)  Other  (Circulatory)  ... 

7 

8 

46(7)  Other  (Respiratory)  ... 

— 

3 

46(8)  Other  (digestive) 

4 

2 

46(9)  Other  (genito-urinary) 

1 

1 

46(10)  Other  (skin)  ... 

1 

— 

46(11)  Other  (Musculo-Skeletal)  ... 

1 

— 

BE47  Motor  Vehicle  accidents 

3 

1 

BE48  All  other  accidents  ... 

1 

7 

BE49  Suicide,  etc.  ... 

1 

— 

BE50  All  other  external  causes 

1 

1 

All  Causes  ... 

170 

157 
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